(Tr. 130-131).  Mr. McGregor conceded that he issued the cita-
tion to cover every conceivable possibility of someone con-
tacting the pinch point (Tr. 134-135).

Mr. McGregor testified that he issued Citation No.
2237050 after finding that the drive shaft for the No. 3 dust
collector in the mill was not guarded.  He stated that the
drive shaft is "fairly small" in diameter, and that if con-
tacted, a person may be injured.  No pinch point was present,
and Mr. McGregor's concern was with the exposed moving part.
He took no picture of the drive shaft because his camera
flash was not working.

Mr. McGregor described the shaft as smooth, approxi-
mately 1-1/2 to 2 inches in diameter, and approximately a
foot long.  The point of contact with the exposed shaft was
approximately 3 feet off the floor, and the walkway was
approximately 2 feet or less away.  He was concerned that the
mill operator, maintenance personnel, or the designated exam-
iner would be exposed to a hazard of contacting the exposed
shaft.

Mr. McGregor testified that he issued Citation No.
2237051, after finding an unguarded shaft on the No. 2 dust
collector in the mill.  His testimony with respect to the
citation is identical to his testimony in support of Citation
No. 2237057.

On cross-examination, Mr. McGregor examined respondent's
photographs R-7 and R-8, which show the drive shaft for the
No. 3 dust collector, and R-9, R-10, and R-ll which show a
similar drive shaft for the No. 2 dust collector.  He agreed
that both shafts were located approximately 3 to 4 feet off
the base plate of the adjacent motor (Tr. 139).  Referring to
photograph R-10, Mr. McGregor stated that the area behind the
dust collector and to the wall was not a travelway or walkway,
However, he considered the area in front of the collector
under the ceiling duct to be a walkway, and he confirmed that
one would have to bend down and reach in to contact the shaft
{Tr. 144).  He confirmed that there was a third dust collec-
tor with a similarly exposed shaft in the plant but could not
state why he did not cite that one (Tr. 145).

With regard to both of the dust collector shaft guarding
citations,"?? McGregor conceded that it ia Doubtful Borne one
casually walking by would become entangled in the shafts (Tr.
213), and that one would have to fall some 2 feet over the
blower box in order to contact the shafts (Tr. 214).
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ne would go for clean
